OLD  CATHEDRAL,  ST.  AUGUSTINE.  FLA. 

Oldest  Roman  Catholic  Church  In  the  U.  S.  Built  1793-97. 
Seating  capacity  1500  to  2000.  Interior  richly  finished.  The 
altars  being  of  fine  Carrara  marble.  Located  on  the  Plaxa 
opposite  Trinity.  America's  oldest  Episcopal  Church. 
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